USDA 



United States Depanment of Agriculture 
Animal and Plani HdaHh liispsclion S^arvica in^ 

Inspection Report 


OIJI F (MCfll n MARIMF PARC INC 


Customer ID: 3342€'7 
Certificate: 53-0-0992 


Site; 001 

OLII F WCFII n MARMF PARK INC 


l&it J FRONT BEACH ROAD 
PANAMA CITY BEACH , FL 3£4 1 & 

2,131 MD 

HANDLING OF ANIMALS. 

Mac is a 51 5 lb California Sea Lion is also arthritic, This pinniped comes cut of bis enclosure pool for a 
ma^t & giraat with the public as. well as tor training inlaraclidns with the haafj^rs. Whan Mac wais obsarvad 
today to be coming out of tbe pool, he slipped.'tripped and fell down bard onto Ihe door tbreshold which is 
saveral incbe^ above lha preaant waiar line. This pinniparJ has Ip lift himself £ climb out p1 the pod, over the 
threshold, and onto a ramp located on the outside of the pool to leave the enclosure. 

A battar malbod shall be liriplamar'itad so that he doas rtot iniur'a himsdf or a^aoert^ta Ills arthritis whan leaving 
his pool for ibe irrteractiong mteet & greets. This may be accomplished by ftxjt net limited to) possibly raising 
the burramt watar level, ineialling a ramp in the water, or movir^g this animal to a more suiiabla pod to aasui^ 
that be will not be injured when leavirrg bis enclosure. 

Correct Immediately . 
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Date; 23 April SOI ■I 


The inspection was conducted wiih the attending veterinarian. The ejtil interview was conducted with Ihe 
vaterirtarian. oo-ownar, & lability manager. 
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